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CHARLOTTE, N. C., Oct. 3 
(UPI) — Representative John G. 
Schmitz, Republican of Cali- 
fornia, warned today of a to- 
talitarian government it Presi- 
dent Nixon was re-elected and 
called Henry A. Kissinger, Pres- 
idential adviser on national 
security affairs, “the uneiected, 
de facto President.” He charged 
that Mr. Kissinger “is the true 
President of the United States 
tight now” and said the Presi- 
dential adviser “is from the 
Council of Foreign Relations, 
which is dedicated to a one- 
world socialist system.” 


